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ACTION EB- 11 

INFO OCT-01 NEA-14 ISO-OO AEC-11 AID-20 CEA-02 CIAE-00 

CIEP-02 COME-OO DODE-OO FEAE-00 FPC-01 H-03 INR-10 

INT-08 L-03 NSAE-00 NSC-07 OMB-01 PM-07 RSC-01 SAM-01 

SCI-06 SP-03 SS-20 STR-08 TRSE-00 PA-04 PRS-01 USIA-15 

FDRE-00 IGA-02 DRC-01 /163 W 

053396 

R091105Z JUL 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 2565 

UNCLAS NEW DELHI 9101 

E.O. 11652: N/A 
TAGS: ENRG, IN 

SUBJECT: RAIN DAMAGE AND POWER SITUATION IN BOMBAY 

FOLLOWING SENT ACTION NEW DELHI INFO CALCUTTA MADRAS 
JULY 8TH FROM BOMBAY RPTD TO YOU: 

QUOTE: 

BOMBAY 1514 

E. O. 11652: N/A 
TAGS: ENRG, IN 

SUB J : RAIN DAMAGE AND POWER SITUATION IN BOMBAY 

1. THE UNPRECEDENTED RAINS IN BOMBAY JULY 4 AND 5 
COMPLETELY PARALYZED LIFE IN CITY AND AS ONE NEWSPAPER 
DESCRIBED IT ENFORCED A' BANDH’'. ALL TRANSPORT, RAIL AND 
ROAD, COMPLETELY DISRUPTED AND AIR SERVICES CRIPPLED. 

RAIN WATER FLOODED MANY AREAS BRINGING MORE MISERY TO 
THOUSANDS OF HUTMENT DWELLERS. RAINS. SAID TO BE THE 
HIGHEST IN HUNDRED YEARS. CAUSED AN ESTIMATED FIFTY 
UNCLASSIFIED 
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DEATHS BY DROWNING, HOUSES COLLAPSING AND ELECTROCUTION. 
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2.0N THE PLUS SIDE RAINS HAVE FILLED THELAKES AND HYDEL 
RESERVOIRS, RAISING HOPES THAT THERE WILL BE NO FURTHER 
POWER CUTS. 

3. EXISTING POWER CUT, HOWEVER, WILL CONTINUE FOR ANOTHER 
TWO WEEKS WHEN GOVERNMENT OF MAHARASHTRA WILL REVIEW 
SITUATION. EXISTING CUT IS 15 PERCENT DURING PEAK HOURS 
FOR ESSENTIAL INDUSTRIES, 25 PERCENT FOR TEXTILE INDUSTRY 
AND 30 PERCENT FOR OTHER INDUSTRIES. 

4. UNIT ONE OF ARAPUR POWER STATION, SHUTDOWN JULY 2 
NIGHT FOR URGENT REPAIRS, IS EXPECTED TO START PRODUCTION 
IN ANOTHER TWO P AYS. MF, ANWHTLF, .UNIT TWO, SHUTDOWN 
FEBRUARY 25 FOR REFUELLING, IS EXPECTED TO START WORK BY 
MIDDLE OF JULY.BANE 

UNQUOTE:SCHNEIDER 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NATURAL DISASTERS, FLOODS, DISASTER REPORTS, ELECTRIC POWER 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 09 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE09101 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 82-0368 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740765/aaaacdnb.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 OCT 2002 by Thomas VJ>; APPROVED <15 JAN 2003 by boyleja> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RAIN DAMAGE AND POWER SITUATION IN BOMBAY FOLLOWING SENT ACTION NEW DELHI INFO CALCUTTA MADRAS 
TAGS: ENRG, IN 
To: STATE 
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